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INTELLIGENCE ADVISORY COMMITTEE 


DISTRIBUTION OF NON-SENSITIVE 
INTELLIGENCE DIRECTIVES 


(DCID 2/1) 


1. Under IAC-D-61 (17 March 1953) a compilation 
of Non-Sensitive Intelligence Directives was made available 
to the IAC, At that time DCID 2/1, 3/1 and 3/2 were omitted 
and proposed for rescission or revision, Subsequently, 
DCIDs 3/1 and 3/2 were rescinded and superseded by DCID 3/5 
(IAC-D-61/1, 26 August 1953, and IAC-M-124, Secretary's 
Note, 6 October 1953). 


2. DCID 2/1 ("Implementation of Coordination of 
Collection Plan") is therefore the orfly non-sensitive intelli- 
gence directive which is currently in force but omitted from 
the distributed compilation, This directive has been reexamined 
by those agencies who initially agreed with the view of CIA 
that it should be revised, and they now feel that, although the 
directive could no doubt be somewhat improved, the precise 
improvements are not sufficiently clear and important to war- 
rant a revision at this time. With this view CIA agrees, and » 
hence the directive will be reproduced and distributed to 
holders of the compilation, 


3. This action concludes subject distribution, except 
for those directives to be issued or revised in the future, 
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Secretary 


IAC-D-61/2 
9 October 1953 
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